Comtnontoealtf) of iHastsacIjusettsf 


SUFFOLK, ss. 


NO. 


SUBPOENA 


To tiie Sheriff of our County of Suffolk, or his Deputy, or any Officer of said Court, or either of the Constables or 
Police Officers of any City or Town within said County, or any State Police Officer of said Commonwealth, and all other persons 
authorized to serve criminal process in said Commonwealth. 


Greetings: 

Summons to appear: Officers Mcmanus 

B.P.D. 



(if they may be found within your precinct) to appear forthwith before the Superior Court for the said County of Suffolk, 
holden at the Suffolk County Courthouse, Three Pemberton Square, Boston, within and for our County of Suffolk on: 

January 10, 2011 at 9am 

And thereafter until discharged, then and there to give evidence of what they know' relative to: 

COMMONWEALTH v. 

Hereof fail not, and make due return of this Writ, with your aomg^iereoWnlcMne said Court. 

Witness, Barbara J. Rouse, Chief Justice, and the seal of said Court at Boston this 5 day of December 
In the year of our Lord two thousand and eleven. 


DANIEL F. CONLEY 
DISTRICT ATTORNEY 


Please call upon receipt: 617-619-4000 

Mary' Lou Szulborski, Assistant District Attorney 


RETURN OF SER 1 ICE 

Suffolk.ss. _A.D. 2011 

By virtue of this writ, I have summoned the within named witness for their appearance at Court by: 

□ Providing them with a copy of this writ in hand. 

□ By leaving a copy of this writ at their last and usual place of abode. 

□ By mailing a copy of this writ to their last and usual place of abode. 

Signed under the pains and penalties of perjury: _ 

Deputy Sheriff, Court Officer, Constable, Police Office or other Qualified Person 


Corbett email PRR 018836 






